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PANCHAYAT RAJ & RURAL DEVELOPMENT DEPARTMENT 

( Estt. 1. 1 ) 


RETIREMENT OF CHIEF ENGINEER /IN -CHARGE CHIEF ENGINEER / IN -CHARGE 

SUPERINTENDING ENGINEERS /EXECUTIVE ENGINEERS/ IN -CHARGE 
EXECUTIVE ENGINEERS ON ATTAINING AGE OF SUPERANNUATION DURING 
THE YEAR 2017 . 


[G .O .Rt.No. 22, Panchayat Raj & Rural Development (Estt.1. 1), 5th January, 2017 .] 


NOTIFICATION 


The following Gazetted Officers of Andhra Pradesh Panchayat Raj Engineering 
Departmentwill retire from service on attaining (60 ) years of age of Superannuation on the dates 
noted against their names : 


Name of the Officer 

S /Sri 


Designation 


Date of 
Birth 


No. 


Date of 
Retirement 


(1) 


(2) 


(3) 


(4) 


L 


(5 ) 


Chief Engineer 


1. P . Subramanya 

Sastry 


01 - 12 - 1957 | 30 - 11 - 2017 


2 . B . Rajandra Prasad 


In - Charge 
Chief Engineer 


25 -03 - 2017 


31-03- 2017 


3. 


D . Buggaiah 


In -Charge 
Superintending Engineer 


12 -02- 1957 


28-02 - 2017 


[ 1 ] 
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(2) 


(3) 


(4) (5) 
23 -03- 1957 | 31- 03 - 2017 


4 . V. Venkateswara Rao 


In - Charge 
Superintending Engineer 


5 . G . Jaya Raju 


In -Charge 
Superintending Engineer 


09 - 04 - 1957 | 30 -04 - 2017 


6 . M .Gajendram 


20 - 06 - 1957 | 30 -06 - 2017 


In -Charge 
Superintending Engineer 


7. | C . Suryanarayana 


In -Charge 
Superintending Engineer 


01 -07 - 1957 


30 -06 - 2017 


8 . | B . Sivarama Krishna 


20 - 07 - 1957 | 31 -07 - 2017 


In -Charge 
Superintending Engineer 


9 . 


Shaik Hameed Basha 


12 - 08 - 1957 | 31 -08 - 2017 


In - Charge 
Superintending Engineer 


10 . C . Venugopal 


09 -12 -1957 | 31- 12 - 2017 


In -Charge 
Superintending Engineer 


Executive Engineer 


01- 06 - 1957 | 31-05 -2017 


11 . | K . Venkata Ramana 

Reddy 


12 . K . Srinivasa Kumar 


01 - 06 - 1957 | 31-05 - 2017 


In -Charge 
Executive Engineer 


13 . | S . Brahma Reddy 


In -Charge 
Executive Engineer 


01 -06 - 1957 | 31 -05 -2017 


14 . P. Vijaya Babu 


Executive Engineer 


| 09 - 06 - 1957 | 30 - 06 -2017 


15 . | L . Krishna Murthy 


10 - 06 - 1957 


In -Charge 
Executive Engineer 


30 -06 - 2017 


16 . | P. Ravisankar Babu 


Executive Engineer 


12 - 06 -1957 | 30 - 06 -2017 


17 . 


Y. Reddappa 


13 -06 - 1957 | 30 - 06 -2017 


In - Charge 
Executive Engineer 


S . Damodar Reddy 


Executive Engineer 


11-09- 1957 | 30 -09 - 2017 


19 . P. Venugopala Rao 


13 - 10 - 1957 | 31 - 10 - 2017 


In -Charge 
Executive Engineer 


| S . Veera Raghava 

Reddy 


In - Charge 
Executive Engineer 


01- 12 - 1957 | 30 - 11- 2017 


21. 1 


K . Prabhakar Reddy 


Executive Engineer 


20 - 12- 1957 | 31- 12 - 2017 
07 -12 -1957 | 31 - 12 - 2017 


| 22 . | A . V. Subramanyam 


Executive Engineer 


January 20 , 2017 ]. 
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The Officer shown at Sl.No.4 , 6 , 10 , 11 , 12 , 15 , 19 and 21 in the statement at para . 1 above 
are permitted to retire from Government service on the date shown against his name without 
prejudice to the disciplinary cases pending against him and also subject to the condition that 
disciplinary proceedings shall continue against him under Article 351 ( A ) of the Pension Code 
and Rule 9 (2 ) ( a ) of the A . P . Revised Pension Rules , 1980 , even after his retirement. 


Dr. K .S . JAWAHAR REDDY, 
Principal Secretary to Government (PR & RWS ). 


- - - - x - - - - 


